58       DOCKETED ITEMS
-8503140316     Insp     Repts     50-280/84-34     &     50-281/84-34     on     841105-30. Noncompliancenoted:failure to follow plant operations procedures. BURKE.DJ., DAVIS.M.J., ELROD.S. Region 2, Office of Director. 85/01/11. 5pp. 29357:040-29357:044.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response {Post 830103}. 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, inc. 108pp. 29480:340-29481:084.
8503140033 IE info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503250359 Forwards NRR SALP input in functional area of licensing activities for Sept 1983 - Feb 1985.Evaluation conducted according to NRR 840103 Ofc Ltr 44 & Manual Chapter 0516 re SALP.
NEIGHBORED. Operating Reactors Branch 1. 85/03/18. Region 2, Office of Director. 8pp. 29500:212-29500:219.
R. Periodic operating reports & related correspondence
8503180361 Monthly operating repts for Jan 1985.W/850215 Itr. JONES.V., STEWART.W.L Virginia Power (fo'-rno'-'y VJrqirfa Electric & Power Co.). 85/ 01/31. BEEBE.M.R. Office of Resource V.anage--.er:, Dire^tcr. 40pp. 29419:277-29419:316.
8503210045 Forwards "Semiannual Radioactive Effluent Release Rept, Jul-Dec 1984" & "Radioactive Effluent Release Rept.Jan-June 1984."
STEWART.W.L. Virginia Power (formeriy Virginia Electric & Power Co.). 85/03/01. QRACE.J.N. Region 2, Office of Director, ip. 29478:149-29478:176.
-8503210048 "Semiannual Radioactive Effluent Release Rept.Jul-Dec 1984."
*  Virginia Power (formerly Virginia Electric & Power Co.). 84/12/31. 5pp. 29478:150-29478:154.
-8503210051 "Radioactive Effluent Release Rept,Jan-June 1984."
*  Virginia Power (formerly Virginia Electric & Power Co.). 84/06/30. 22pp. 29478:155-29478:176.
S. Reportable occurrences, LERs & related correspondence
8501150477 Special ^ept SP-84-^:on 8-"-1015.process vent high range RM-GW-130-2 & ventilation vent high range HM-VG-'3'-2 e:;"uent rronitors inoperable.Cause under investigation. Alternate methods of monitoring gaseous effluents confirmed. SAUNDERS,R.F. Virginia Power (formerly Virginia Electric & Power Co.). 84/12/11. O'REILLY,J.P. Region 2, Office of Director. 2pp. 28414:279-28414:280.
8503050013 Forwards LERs 85-003-00,85-004-00 & 85-006-00. SAUNDERStR.F. Virginia Power (formerly Virginia Electric & Power Co.). 85/02/21. Record Services Branch (Document Control Desk). 1p. 29205:273-29205:282.
-8503050014 LER 85-003-00:on 850126,reactor tripped due to voltage transient induced on vital bus I when momentary overload condition caused circuit breaker 13 to trip open.Cause unknown.Plant returned to stable condition.
SAUNDERS.R.F. Virginia Power (formerly Virginia Electric & Power Co.). 85/02/21, 3pp. 29205:274-29205:276.
-8503050016 LER 85-004-00:on 850127,reactor tripped due to closing of four turbine stop valves.Caused by insufficient consideration of steam leakage effect on plant parameters. Plant parameters returned to stabie conditions.
SAUNDERS.R.F. Virginia Power (formerly Virginia Electric & Power Co.). 85/02/21. 3pp. 29205:277-29205:279.
-8503050018 LER 85-006-OQ:on 850128,reactor trip occurred due to differential pressure anti-motoring turbine trip.Caused by isolation of exhaust pressure sensing line root valve in anti-motoring instrumentation. Plant returned to svc. SAUNDERS.R.F. Virginia Power (formerly Virginia Electric & Power Co,). 85/02/21. 3pp. 29205:280-29205:282.
8503080315 Forwards response to Items 2a & 3b of Generic Ltr 84-15, "Proposed Staff Actions to Improve & Maintain Diesel Generator Reliability." Proposed Tech Spec changes for North Anna Unit 2 due to recent diesel engine failures. STEWAP1 ,W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/02/28. DEVCN.H.n. C^ice of Nuclear Reactor Regulation, Director. THOMPSON.H.L Division of Licensing. 5pp. 29271:130-29271:134.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement 6pp. 29516:335-29516:340.
-8503080244 Requests expeditious review & action on licensee application for dry cask spent fuel storage.Delays could cause plant to lose full core reserve at tremendous addl cost to util & consumer.
TRIBLE.P.  Senate.  85/02/12.  PALLADINO.N.J.  Commissioners.  2pp.  29300:294-29300:295.
Y. Dry Cask Independent Spent Fuel Storage Installations
8503210021 Advises that Table 7.3-2 of 850208 submittal incorrectly cites topical SAR for   Castor   V/21   cask   ISFSI   as   ref   for  cask   neutron   surface  flux   leakage spectra.Requests General Nuclear Sys.lnc be contacted to submit correct info. ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. 85/03/07. STEWART.W.L.   Virginia   Power   (formerly   Virginia   Electric   &   Power   Co.).   1p. 29480:119-29480:119.
8503210210 Summary of 850226 meeting w/Bechtel in Gaithersburg.MD re clarification dose calculations submitted in uttl 850208 Itr. STURZ.F. Advanced Fuel & Spent Fuel Licensing Branch. 85/03/07. ROUSE.LC.   Advanced   Fuel   &   Spent   Fuel   Licensing   Branch.   1p.   29480:009-29480:009.
DOCKET 50-281 SURRY POWER STATION, UNIT 2
F. Security, medical, emergency & fire protection plans
8503010103 Responds to FOIA request for S Varga 840810 Itr to WL Stewart & encl.App A documents encl & available in PDR.
FELTON.J.M. Division of Rules and Records. 85/01/09. PEDRO.J. NUS Corp. 2pp. 29191:067-29191:097.
-8503010109 "Comments on Detailed Control Room Design Review Program Plan.Surry Power Station Units 1 & 2 & North Anna Power Station Units 1 & 2."
*  Lawrence Livermore National Laboratory. 84/06/11. 27pp. 29191:071-29191:097.
8503060081 Forwards "Conformance to Reg Guide 1.97...." Conformance & justifications for exceptions acceptable.Response to open items requested within 60 days of receipt of Itr.
VARGA.S.A. Operating Reactors Branch 1. 85/02/19. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 3pp. 29264:214-29264:234.
-8502050389 "Conformance to Reg Guide 1.97,Surry Power Station Units 1 & 2." STOFFEL.J.W. EG&G, Inc. FIN A-6483. 85/01/31. NRC - No Detailed Affiliation Given, 18pp. 29264:217-29264:234.
8503130368 Revised "Corporate Emergency Response Plan," for First Quarter 1985.W/ 850305 Itr.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/02/20. GRACE.J.N. Region 2, Office of Director. 266pp. 29332:315-29333:220.
8503120268 Forwards revs to emergency plan & emergency plan implementing procedures.including Rev 3 to EPIP-1.02, "Response to Notification of Unusual Event & Rev 9 to EPIP-2.01, "Notification of State & Local Govts."
STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 85/03/05. GRACE.J.N. Region 2, Office of Director. 2pp. 29317:327-29317:363.
-8503120275 Revised emergency plan.
*  Virginia Power (formerly Virginia Electric & Power Co.). 85/02/14. 7pp. 29317:329-29317:335.
-8503120280 Revised emergency plan implementing procedures.including Rev 3 to EPIP-1.02, "Response to Notification of Unusual Event" & Rev 9 to EPIP-2.01, "Notification of State & Local Govts."
*  Virginia Power (formerly Virginia Electric & Power Co.). 85/03/05. 28pp. 29317:336-29317:363.
8503140298 Ack receipt of 850220 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-280/84-34 & 50-281 /84-34.
WALKER.R.D. Region 2, Office of Director. 85/03/07. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29357:031-29357:044.
-8503140316     Insp     Repts     50-280/84-34     &     50-281/84-34     on     841105-30. Noncompliancenoted:failure to follow plant operations procedures. BURKE.DJ. Region 2, Office of Director. 85/01/11. 5pp. 29357:040-29357:044.
8503250167 Forwards response to 830919-23 regulatory effectiveness review.Meeting w/NRC requested to discuss vital area definition.EncI withheld (ref 10CFR73.21). STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.S.A. Operating Reactors Branch 1. 1p. 29492:185-29492:185.
8503270490 Forwards "10CFR50,App R Rept - App A.Summary Comparison of 1984 App R Reanalysis & 1980-1982 Post-Fire Safe Shutdown Review." Rept should be incorporated into Chapter 7 of App R rept.per encl table of changes. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.S.A. Operating Reactors Branch 1. 3pp. 29523:340-29523:356.
-8503270493 "10CFR50 App R Rept - App A.Summary Comparison of 1984 App R Re-analysis & 1980-1982 Post-Fire Safe Shutdown Review,"
*  Virginia Power (formerly Virginia Electric & Power Co.). 84/12/31. 14pp. 29523:343-29523:356.
U. Congressional/Executive Correspondence
8503080239 Responds to 850212 Itr re status of NRC review of licensee application for dry cask spent fuel storage.Review of General Nuclear Sys.lnc CASTOR V cask design should be completed by Spring 1985.
DIRCKS.WJ. Office of the Executive Director for Operations. 85/02/27. TRIBLE.P. Senate. 4pp. 29300:290-29300:295.
H. General correspondence
8503080256 Responds to 850304 Itr forwarding constituents Parker & Frome Itrs re licensing of dry cask storage of spent fuel. NRC review of General Nuclear Sys.lnc CASTOR V cask design should be completed by Spring 1985. DIRCKS.WJ.    Office    of    the    Executive    Director   for   Operations.    85/02/27 SLAUGHTER.D.F. House of Rep. 3pp. 29300:282-29300:287.rector. 85/01/22.
